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as* 


MEMORANDUM FORI 


Assistant Secretary Mink 
Bureau of Oceans and International 
Environmental and Scientific Affairs 


SUBJECT * 


Ad Hoc Panel on the Review of Bilateral 
Science and Technology Cooperation 
under the Federal Coordinating Council 
for Science, Engineering, and 
Technology (FCCSET) 


REFERENCE l 


Memorandum from Frank Press, Chairman 
Designate, dated 8 April 1977 


STAT 


I of our Office of Scientific 
Intelligence will serve as the CIA member on subject 
Panel* 


hV E FT. Krootte 


M$b( STANSFIELD TURNER 
\ ' Admiral, U.S. Navy 


cci William C. Bartley 

Executive Secretary, FCCSET 
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SUBJECT* 


Ad Hoc Panel on the Review of Bilateral 
Science and Technology Cooperation 
under the Federal Coordinating Council 
for Science, Engineering, and 
Technology (FCCSET) 


SIGNATURE RECOMMENDED l . . 


ITctirkT D lffector of Scientitic inrex irg ence 


^ Deputy Director for intelligence" 


Distribution* 
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1 - DDCI 

1 - Exec Registry 

2 - DDI 

2 - D/OS I 
2 - P STD/OS I 
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